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Message Text 


PASS: LAW ENFORCEMENT ASSISTANCE ADMINISTRATION 


E.O. 11652: N/A 
TAGS: TGEN, UK 

SUB: QUALITY ASSURANCE IN FORENSIC SCIENCES LABS. 

1 . P.G.W. COBB, DIRECTOR, HOME OFFICE FORENSIC SCIENCE 
LABORATORY, SANDBECK WAY, AUDBY LANE, WETHERBY, WEST 
YORKSHIRE, LS22 4DN, TELEPHONE: (0937) 6J.919 OR 64964, 

VISITED SCICOUNS TO REQUEST ASSISTANCE IN OBTAINING 
INFORMATION ON US PROGRAMS DIRECTED TO IMPROVED QUALITY 
ASSURANCE AND PERFORMANCE MEASURES IN FORENSIC SCIENCE 
LABORATORIES. 


2. COBB TENTATIVELY PLANS TO ATTEND INTERNATIONAL 
MEETING ON FORENSIC SCIENCE TO BE HELD IN WITCHITA IN 
MAY AND WOULD LIKE TO COMBINE WITH VISITS TO APPROPRIATE 
GROUPS WORKING ON THESE PROBLEMS. 

3. CAN YOU PROVIDE NAMES, ADDRESSES AND AREA OF INTERES 
OF APPROPRIATE POSSIBLE CONTACTS TO SCICOUNS FOR COBB? 


BREWSTER 


UNCLASSIFIED 
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